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3 September 1985 


STAT 


STAT 


STAT 

STAT 


MEMORANDUM FOR: FBIS Headquarters Components 
FROM: 

Director, Foreign Broadcast Information Service 
SUBJECT: Assignment 


assumes duty as Chief, Engineering Support Group, 


effective 3 September. He will be located in room 1003 Key Building 
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